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Message Text 



UNCLASSIFIED 

PAGE 01 HELSIN 01325 040904Z 
21 

ACTION EUR-25 

INFO OCT-01 ISO-OO CIAE-00 DODE-OO INR-10 NSAE-00 PA-04 

RSC-01 USIA-15 PRS-01 SP-03 DRC-01 /061 W 

010131 

P 040856Z JUL 74 

FM AMEMBASSY HELSINKI 

TO SECSTATE WASHDC PRIORITY 7624 

UNCLAS HELSINKI 1325 

E.O. 11652: N/A 
TAGS: PVIP, FI 

SUBJECT: PRESIDENT KEKKONEN HOSPITALIZED 

1. IT WAS ANNOUNCED TODAY THAT PRESIDENT KEKKONEN WAS HOS- 
PITALIZED YESTERDAY AT THE HELSINKI UNIVERSITY HOSPITAL FOR 
INFLAMATION OF THE PROSTATE GLAND. HIS CONDITION IS GOOD, 
AND HE INSISTED ON CARRYING HIS REGULAR DUTIES - THUS THE 
COUNCIL OF STATE MEETING WAS HELD IN HIS HOSPITAL ROOM. 

2. THE AMBASSADOR HAS SENT A TELEGRAM TO KEKKONEN WISHING 
HIM A SPEEDY RECOVERY. 

KREHBIEL 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: HEALTH, PRESIDENT 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 JUL 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974HELSIN01325 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 77-0930 
From: HELSINKI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740775/aaaacmei.tel 

Line Count: 39 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 OCT 2002 by maustmo; APPROVED <14 JAN 2003 by izenbei0> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PRESIDENT KEKKONEN HOSPITALIZED 
TAGS: PGOV, FI, (KEKKONEN, URHO) 

To: STATE 
Type: TE 
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